From: James, Kennetta 

Location: Library Conference Room, Room 1451, WJCN 1st Floor 

Importance: High 

Subject: Canceled: OEM/OGC Monthly Meeting 

Start Date/Time: Mon 8/1 7/2015 5:00:00 PM 

End Date/Time: Mon 8/17/2015 6:00:00 PM 

Canceling due to Gold King Mine incident. -Thanks! 


Agenda Topics 

TBD 


Scheduler 
Kennetta James 
Direct -202-564-1942 
Main Line - 202-564-8600 


OGC Scheduler 
Khisa Lee 
564-4691 
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